MATER  DOLOROSA 
ST.  FRANCIS  HOSPITAL  CHAPEL 

WICHITA,  KANSAS 
The  Chapel  of  St.  Francis  Hospital,  Wichita, 
Kansas,  has  been  described  as  an  outstanding 
example  of  ecclesiastical  architecture.  The 
interior  is  ornamented  vith  bronze,  marble, 
and  stained  glass.  Devotional  effects  include 
paintings  of  scenes  from  the  life  of  the  Sor- 
rowful Mother  and  a  high  altar  group  of  white 
marble  statuary. 


PLACE 
STAMP 
HERE 

3C-P2220 


